
lei From Hey to September 1946 work was being done in the laboratory at the 
Bleicherode R&abe Institute, at the antenna field near the Lohra Estate 
' Administration, and on the production of ¥«2 components * ¥-2 missiles were 

assembled in Klein-Bodungen* The missile, which was mounted without rear 
section on a special carriage, was b rought into a vertical position for measure- 
ments at the door antennas of / 

25X1 

In Soptembor and October I9kfr the installations of the uaat>e institut e were 
transferred from Bleicherode to Sondershausen e | | the acti- 25X1 

cities in Klein-Bodungen stopped at the same time* (1} The laboratory and 
the section concerned with the manufacture of V-2 parts were taken over by the 
Brunnquell & Co Firm, Electric Apparatus, in Sondershausen 9 Almost all the 
experts of the former fiaabe institute were deported to the U»SoS*R* in October 

1 946* 


2 0 


Dr e ingo Geh^mann was the first director of the Institute in Bleicherode until 
August 19k6 0 He was replaced by Keidhardt and Groettrupp, who were also deported. 
Grelirrann continued to work as second director in Sondershausen until he was de- 
ported in late 1946 « and replaced by Soviet In nine or Kubshano / 


(2) 
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/ Gentian specialists) porting in a sanatorium near 

tloscoWo (3) The activities in Sondershausen remained under Soviet control until 
late 1947* Two auxiliary apparatus for V-2 missiles were built in Bleicherode 
and Sondershausen; these were the "Test Desk— 5>6l t! and the "rhantom”, but the 
production of the installation was converted to the manufacture of commercial ' 
electrical equipment during 194?<> 
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1 assembly of about 20 V-2 missiles in 
46 and the production of a' out 10 Tes 


Hay to September 1946 and the production 
to 10 Phantom devices in Sondershausen from September 1945 to 1947 


in Klein-Bodungen from 
est De3ks-501 f in addition 


25X1 


CLASSIFICATION^ 



25X1 


It 


Approved For Release 2003/08/11 : CIA-RDP82-0 ft457R00i 


No. 

?*• n^nge in Class, 
□ Declassified 

flass. Changed To: 
Auth.i 

Data 


TS S 


r jmi 

m&mmsua 


(0 


25X1 

' '± 


Bft 


I \m 







Approved For Release 2003/08/11 : CIA-RDP82-00457R006600310001-8 


SECIOT 



I l a V~2 measuring train, composed of five or six express train coaches in 
IUein-Bodungon* Technical personnel were officially revested to apply for 
employment on this train. 

ho It is believed that the 20 V~2s observed were made from wartime German com- 
ponents, since large quantities of such components were stored in Klein- 
Botiungen* Tlie arrival of now components was not seen, only the machining 
and production of new ones made from materials available was noticed there t , 

£» The approximately 20 V~ 2s mentioned were assembled in KXe in-Bndnrwon from 
Hay to September 1 9k6.. | [ the plant, a former 

installation, was in lull production « Ilacliining and assembly woic was 
being done. A master electrician who had worked at the plant prior to the 
German surrender was still employed there in his previous capacity® It is 
believed that the plant resumed its former production imediately after the 
arrival of the Soviets « All the missiles observed were of the same type® 
Changes or improvements were not noticed* 

6 C It was nentioned in the laboratory at Bleicherode that the first V-2 was to 
be esqperinentally launched at the Balti c seashore, possibly at Peenenuendo, 
an October 19ko* I t his tarn ot date could not be met be- 

j- nartsfi nf the denortatip n of the German experts,/ ~| 

7e: The Phantom device is sondxcw parallel to the Test Desk-SGl and was used for 
control and steering purposes at the launching of the V-2, It is a rectangular 
box about 80 x60x6g cm. and most of the contents are moving coil instruments, 
relays, rectifiers, control lamps, etc* The set could be carried by one man* 
The Test Desk»501 looked like a harmonium and was provided with switches and 
control instruments on the slanting section. Its interior was equipped with 
xnstrimients similar to those on the Phantom devi.ee. An asbestos cable running 
irom its interior was used to establish a connecti on with the command post at° 
the lamching site. \ | the Phantom device and the Test Desk- 

501, although used for similar missions at the launching of the V-2. xrorked 
independently of each other* 

3(1 I K ho ¥~2 is concerned. Only this designation was used in 

Klcin-Bo dungon* Designations like 7 7as serf a ll or others xrere never used* The 
rrdssi3.es | ZZ1 in KXe in-Bodung en were resting on 

special carriages v/ithout their rear sections. Their length was estimated 
at 16 motors, their maximum diameter at 1.2 meters. The rear section xTliich 
I fVnn 9 

dfs meters long. | 


9« Transmitting cnC^ receiving sets were being installed in the V-2s at Klein- 
Lcclungon* Detaxis on the origin of tills equipment are not available. One of 
the instruments installed was called Or tier. The combustion chamber of a V-2 
stored near an assembly^ hall was always open* Goviete wearing uniforms, and 
mostly oi. floors, including women, of ton inspected the open combustion chamber,, {$) 

I I Comments . 

(1) O.etn-Godungen xvas deactivated between December 19h& and Pebrunrv 

19a? • I ** 

(^i He i chared was last reported to be in Ilonino or iolshevo in I ’arch 19li0l I I ORYi 

■ U Goettrup too reported several times to have committed 

buiuxue, oux unis inrormation is unconfirmed. 
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Gehmann is a inisspellinc of the nane of Er„ Coemann who, according to a 
previous report, lived in Lioscow-Bolshevo and thus is believed to be 
closely conne cted with the production in the noichborinc Kalingrad plants 
Kiosewald was previously reported to be ranonj; tlie deported 
From tills renark it appears pro- 
’s alone with the majority of the specialists employed in 


leixon specialists . 
bable that he, 
I.ionino near Iloscon, 


is located in buildinr I of the senate 


sence there of Dr. Karl Bookmnn is also confirmed. . . 

It is considered improbable that V-2s were test-launc hed In Germany . 
finished nissiles were sMrood to I loscon-I Chirtid or Kps cow-KaH ni nggd 


pre- 


The 


tnc activities m DIeicheroiieJ 


J supplemented 
and particular 


£ 


i i - — ■ — — — - j i j ' — >- on tne remote control 

development work performed in Klein-Boduncen, in only minor points. See 
Annex for sketches of V-2, Test Desk-501, and Phantom Device. 
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1 Atmoxs Sketches la, lb, 2, and 3. on ditto. 
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